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Message Text 



UNCLASSIFIED 

PAGE 01 FRANKF 05328 I70809Z 
13 

ACTION SY- 10 

INFO OCT-OI EUR-06 ADP-00 FBO-OI /018W 

110445 

P 170757Z AUG 73 
FM AMCONSUL FRANKFURT 
TO AMEMBASSY VIENNA PRIORITY 
INFO AMEMBASSY WARSAW PRIORITY 
SECSTATE WASHDC PRIORITY 5141 

UNCLAS ERANKEURT 5328 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: EVAPORATOR BLOWER MOTOR 
VIENNA FOR RSO, DEPT FOR A/SY/T 
REF: WARSAW 41 15 

1. WARSAW HAS URGENT REQUIREMENT FOR CONDENSER BLOWER MOTOR 
SIMILAR TO THAT CONTAINED IN A/C UNIT REMOVED FROM P&R SECTION 
FOURTH FLOOR DURING JANUARY 73. A/C UNIT LOCATED IN HALLWAY 
FOURTH FLOOR AS OF JULY THIS YEAR. 

2. PLEASE HAVE CONDENSER BLOWER MOTOR P/N BAR 134-9 REMOVED 
AND SHIPPED IMMEDIATELY TO WARSAW. 

3. REQUEST VIENNA ADVISE ADDRESSEES OF ACTION. 

FOR A/SY/T 

4. THIS SHOULD NOT AFFECT SY/T'S ACTION IN THIS MATTER SINCE 

THIS REQUEST TO VIENNA SHOULD BE CONSIDERED ONLY AS A STOP-GAP 
MEASURE. 

5. RTC FRANKFURT DOES NOT HAVE THIS TYPE MOTOR ON HAND.HARLAN 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 AUG 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973FRANKF05328 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: FRANKFURT 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730832/aaaaaxdm.tel 
Line Count: 51 
Locator: TEXT ON-LINE 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: WARSAW 41 1 5 

Review Action: RELEASED, APPROVED 

Review Authority: kellerpr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 24 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24-Aug-2001 by cunninfx>; APPROVED <06-Sep-2001 by kelierpr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EVAPORATOR BLOWER MOTOR VIENNA FOR RSO, DEPT FOR A/SY/T 
TAGS: ASEC 
To: n/a 
Type: TE 
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